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    To my dear readers,
May the wisdom found within these pages bless your life and guide your journey toward financial prosperity and spiritual fulfillment.
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LET ME START BY SAYING I have ADHD and I’m an INTJ, so this book might feel a little all over the place. Hope you enjoy the ride! The sky is blue btw...

Let’s be real—how many times have you found yourself frustrated, staring at your bank account, wondering where all your money went? You work hard, you hustle, and yet, no matter how much you bring in, it feels like it’s gone before you even touch it. The bills are piling up, the stress is real, and the cycle just keeps spinning. But here’s the truth: if you keep doing the same things over and over, you’ll keep getting the same results. So why do we keep falling for fake money gurus, quick schemes, and empty promises, instead of going straight to the source of real wisdom?

God has already given us the ultimate manual for wealth—it’s called the Bible. It’s right there, full of wisdom, ready to guide us. But the question is, are we reading it? Better yet, are we living it?

Let’s face it, the world is full of people trying to sell you the next big thing:

“Flip this house, and you’ll be rich!”

“Invest in this ‘can’t lose’ stock!”

“Take this one course, and all your financial problems will disappear!”

Sound familiar? The problem is, those voices only lead to short-term gains at best and devastating losses at worst. These schemes promise freedom but leave you trapped. Meanwhile, God’s Word has been patiently waiting, offering something far better—real, lasting wealth. Not just the kind that shows up in your wallet, but the kind that fills your heart, secures your future, and honors God in the process. Now that sounds like an Epic win to me..

The Bible is clear: there’s no shortcut to real wealth. It’s about wisdom, discipline, generosity, and trust. There is No such thing as overnight magic  God’s principles for handling money aren’t complicated, but they are countercultural. The world says, “Chase the bag.” God says, “Seek me first.” The world says, “Hold on to what you’ve got.” God says, “Give, and it will be given to you.” The world says, “Get rich quick.” God says, “Honor me with the firstfruits of all your increase, and I’ll take care of the rest.”

If you’re tired of spinning your wheels, of working hard but seeing no real change, it’s time to stop looking at the world for answers and start looking to the One who created it. God isn’t just the ultimate financial advisor—He’s the source of everything you have and everything you need.

This book isn’t here to give you another scheme or a one-size-fits-all plan to get rich. Instead, it’s here to show you how to honor God with your wealth, using the wisdom He’s already given us in His Word. It’s not just about money; it’s about mindset. It’s about learning to see your resources as tools for worship and your wealth as an opportunity to glorify Him.

So, if you’re ready to break the cycle, to stop trusting in fake promises and start trusting in God’s Word, then let’s get to work. Let’s dig into what it really means to honor the Lord with your substance and why it’s the key to unlocking the blessings He has for you.

Shall we turn the page and get started?
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​Chapter 1: What Is a Proverb, and Why Does It Matter?
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WHAT IS A PROVERB?

A proverb is a short, pithy saying that conveys a nugget of wisdom. It’s a tool for teaching, designed to be easy to remember and apply. In the Bible, proverbs are divinely inspired truths about life, rooted in God’s wisdom which triumphs over any worldy philosophies. They address everyday realities—relationships, money, work, morality, and more—offering practical guidance for how to live a life that honors God.

Mashal

The Hebrew word "mashal" (מָשָׁל) carries a deep and multi-layered significance that has evolved in its usage from ancient times to the modern era. The word, often translated as "proverb," literally means “comparison,” “rule,” or “governing principle.” Its historical and cultural context reveals that a mashal was far more than a pithy saying—it was a teaching tool, a moral compass, and a framework for living a life of wisdom and alignment with God’s order.

Origins of "Mashal" in Biblical Context

The root of the word mashal is associated with the concept of comparison or parallelism. Hebrew poetry, especially in the book of Proverbs, frequently employs parallel structure to compare or contrast two ideas—often wisdom versus foolishness or righteousness versus wickedness. This makes Mashal a form of teaching through contrasts, making it easier to understand and remember.


●  Comparative Nature: In its simplest form, a mashal compares one idea or situation to another to illustrate a broader truth. For example:

○  “The fear of the Lord is the beginning of wisdom, and knowledge of the Holy
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